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FBIS CALENDAR 


25X1 

25X1 


25X1 


DATE 

EVENT 


TIME 

LOCATION 

ATTENDED 

BY 

5 August - 
30 November 

IG Inspection o£ 
FBIS 


FBIS Hqs $ 
Bureaus 

IG Team 

12 August 

FBIS Modernization 
Status 

1400- 

1530 

6E60 Hqs 

D/FBIS 

DD/FBIS 

13 August 

ACRB 


1400 


DD/FBIS 

14 August 


1200- 

1400 


DD/FBIS 






15 August 

Open Source Action 
Group Meeting 

1330- 

1600 


DD/FBIS 

18-30 August 

* Executive Program on 

National 6 Inter- 
national Security- 
Harvard 

Cambridge 

DD/FBIS 

22 August 

U^x urncer/uL,; 


1300 

1013 Key 

D/FBIS 


25X1 


LOOKING AHEAD 
3 September 
5-6 September 

10 September 
12 September 

17 September 

18 September 

23 September 


ACRB 

Automation 

Review 

ACRB 

Brief Career 
Development Course 

ACRB 

Open Source Action 
Group Meeting 

Brief Career 
Development Course 


1400 


DD/FBIS 



DD/FBIS 

1400 


DD/FBIS 

1300- 

1430 


D/FBIS 

1400 


DD/FBIS 

1330- 


D/FBIS 

1600 


0830- 

1600 

400 Key 

D/FBIS 

DD/FBIS 

Others 


25X1 


SFORFT 
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25X1 

24 September 

ACRB 

1400 


DD/FBIS 


25 September 

Annual Review 

0900- 

1200 

400 Key 

D/FBIS 

DD/FBIS 

Others 


9-11 October 

Management Conference 


Sunnyvale, 

California 

D/FBIS 

DD/FBIS 

25X1 

October 



Key Bldg 

D/FBIS 

DD/FBIS 


November 

CDC to London Bureau 


Caver sham 

C/London 

Bureau 


LEAVE 

5-9 August DD/FBIS 

15-16 August D/FBIS 


Qfrr.RFT 
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